OF SOUTH CAROLINA

SECTION 13-H: Sample ballots.-The commissioners of election
or other electoral board of any county, city or town in which voting
machines are used, shall provide for each voting precinct in which
such machines are used two sample ballots or instruction ballots,
which shall be arranged in the form of a diagram of the entire front
of the voting machine as it will appear after the official ballots are
arranged therein or thereon for voting on election day. Such sample
ballots shall be open to public inspection at such polling place during
the day of election.
SECTION 13-I: Custodians of voting        machines-condition-
party representatives check and seal machines-equipment.-
It shall be the duty of the commissioners of election or other elec-
toral board, as the case may be, to have the voting machine or ma-
chines and all necessary furniture and equipment at the polling
places before the time fixed for the opening of the polls, and have
the counters on the machines set at zero (000), and otherwise in
good and proper order for use at such election. For the purpose
of placing ballots in the frames of the machine, putting it in or-
der, setting, testing, and adjusting, and delivering the machine, the
commissioners of election or other electoral board may employ one
or more competent persons, to be known as custodian or custodians
of voting machines, who shall be fully competent, thoroughly in-
structed and sworn to perform their duties honestly and faithfully,
and for such purpose shall be appointed and instructed at least thirty
days before the election and shall be considered as election officers.
Before preparing a voting machine for any election at which candi-
dates for more than one political party or candidates nominated by
petition are to be voted for, written notice shall be mailed to the
chairman of the local committee of each of the two political parties
which at the general election next preceding cast the highest and next
highest number of votes, stating the time and place where the ma-
chines will be prepared, at which time one representative of each such
political party shall be afforded an opportunity to see that the ma-
chines are in proper condition for use at the election. When a machine
has been so examined by such representative it shall be sealed with
a numbered metal seal in their presence. Such representative shall
certify as to the numbers of the machines, that all counters are set
at zero (000) and as to the number registered on the protective
counter, and the number on the seal. When a voting machine has
been properly prepared for an election, it shall be locked against
voting and sealed; and the keys thereof shall be retained in the
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